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LIFELINE power wire routing 


Installation Instructions REMOTE "LIFELINE" 


for REMOTE MASTER 


1. Connect the Remote Master Disconnect as per the instructions for the 


500834 Remote Master Disconnect Kit 
2. Connect the Remote Lifeline as per the diagram above. Factory | DISCONNECT KIT 
3. Power leads for the battery side connections can be routed through moins FAC 


the covering boot as shown in the enclosed diagram. We Maké Wiring Easy! 
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